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BOROUGH  OF  BRACKLEY 


MTOB  REPORT  OF  TIffi  mPICAL  OFFICER  OF  HEALTH 
FOR  THE  lEAR  1933 


Arthur  Lucas, 

L.R.C.P.  ,L.R.C.S.  ,D.P.H. 


BOSOUC-H  OP  BPJlCKLEY, 


Anm:ial  Report  of  the  Medical  Officer  of  Health 

for  the  Year  1 933 . 


To  The  Ifeyor,  Aldermen  & Councillor 3 
of  the  Borough  of  Brackley. 

Mr,  Ivlayor,  Aldermen  & Councillors, 

I have  the  honour  to  present  my  Annioal  Report  for  the  Year  1953. 

The  Vital  Statistics  are  satisfactory  and  compare  very  favourably  vd.th 
those  of  the  rest  of  the  Country,  Thei-e  were  no  deaths  from  infectious 
disease  and  no  case  of  Poliomyelitis  occurred  dur-ing  the  year  under  review; 
in  fact  there  has  been  no  case  of  Poliomyelitis  during  the  past  five  years 
in  the  Borough,  which  is  one  of  the  fevf  places  in  the  Country  with  such  a 
record.  It  is  gratifying  to  record  that  there  were  no  infant  or  maternal 
deaths  during  the  year. 

The  main  worry  of  the  Borough  is  the  lack  of  water  v/hich  became  evident 
during  the  year  Y/hen  emergency  supplies  had  to  be  used.  A nev/  source  of 
supply  is  being  obtained  from  the  Bucks  Water  Board  and  it  is  hoped  this  mil 
augment  the  normal  supply  sufficiently  for  the  Tovni’s  needs.  If  Brackley  is 
to  expand  and  industry  introduced  it  is  obvious  that  a good  supply  of  water 
must  be  ensured  otherwise  no  industry  will  be  attracted  to  the  Borough  which 
it  requires  if  it  is  to  survive  as  a self  contained  unit. 

Again  I must  thank  Ivir,  Morgan  your  Sanitary  Inspector  and  his  Staff 
for  all  the  help  given  me  and  also  the  Tfater  Engineer  during  the  v/ater 
crisis. 

Your  obedient  Servant, 

Arthur  Lucas,  L.R.C.P, ,L.R.C.S. ,D.P.E. 

ectober  1954  Medical  Officer  of  H ealth. 


Public  Health  Committee,  December  1953 

The  Worshipful  The  Mayor,  Alderman  Miss  E.M-Traneker,  Cliairman, 
Alderman  C»  Pether,  Alderman  H.E.Pord,  Councillors  L.S, Coles, 
(Vice-Chairman)  E.  GILovegrove,  G.  V/ebb,  G.A.H.Law. 

Public  Health  Officers. 


Medical  Officer  of  Health:  Arthur  Lucas,  L.R.C.P. ,L.R.C.S. , D.P.H. , 
Also  holds  appointments  of  ; 

Medical  Officer  of  Health,  Brackley  Rural  District  Council, 

Medical  Officer  of  Health,  ToYJcester  Rural  District  Council. 

Medical  Officer  of  Health,  Northampton  Rural  District  Council, 
Assistant  Medixal  Officer  of  Health,  Northamptonshire  County 
Council,  and  Assistant  County  School  Medical  Officer. 

Sanitary  Inspector:  C.  Morgan,  C.R.S.I.,  wlx>  also  holds  the 
appointment  of  Borough  Surveyor. 


Summary  of  Vital  Statistics,  1953. 


Area  of  Borough,  (acres)...  

Population  (estimated  mid-1 953. . . ... 
Number  of  irihabited  houses  (end  of  1953) 
Rateable  Value  of  Borough...  ...  ... 
Sum  represented  by  a Penny  Rate . . ... 


Live  Births: 


Extract  from  Vital  Statistics  for  the  Year 

Males  Females 


Legitimate . . . 
Illegitimate 


23 


1 


Birth-rate  per  1,000  of  the  estimated  population: 

t. 


• • • 

1685 

0 « « 

2935 

• • • 

917 

*90 

£14,671 

9*9 

£53 

Total 

Eng, 

49 

Y/ales 

1 

17.0 

15.5 

V 


St  ill  "'births;  No  still-births  were  recorded  during  the  year  under  review. 

The  still "births  per  1 ,000  (live  and  still -births)  for  the  admin- 
istrative County  of  Northamptonshire  was  21,18  Female  Total  ~ 

Deaths  (all  causes)...  ...  ...  ...  ...  1^  30 

Death-rate  per  1,000  of  the  estimated  population;  10.2  Eng.&  V^ales;  11.4 

Deaths  from  Puerperal  causes;- 

Puerperal  sepsis. nil 

Other  Puerperal  causes. nil 

Infant  Morta.lity; 


Deaths  of  infants  under  one  year . . . 

0 » 0 0 0 e 

. . . nil 

Doathsu  from  Cancer  (all  ages) 

e e • • e • 

...  4 

Deaths  from  Measles  ...  ...  ... 

9 » 0 c c 0 

nil 

Deaths  from  V/hooping  Cough. . . ... 

e 0 9 9 0 9 

. . . nil 

Deaths  from  Diarrhoea  (under  2 years 

of  age) . . . 

...  nil 

Deaths  from  Pregnancy,  child-birth  or 

• abortion 

. . . nil 

Area ; There  has  been  no  change  in  the  area  of  the  administrative  Borough 
which  remains  at  1 ,685  acres. 

PopiLl-ation : The  resident  mid-year  population  of  the  Borough  as  estimated 
by  the  Eegistrar-G-er.eral  was  2,935,  and  the  Vital  Statistics  are  based  on 
this  figTire.  The  estimated  population  id  higher  by  66  than  that  for  the 
year  1952.  The  natural  increase  in  population,  that  is,  the  increase  of  births 
over  deaths  was  20. 

Deaths ; The  total  number  of  deaths  assigned  to  the  Borough  by  the  Registrar- 
General,  after  adjusting  for  inward  and  outward  transferable  deaths  is  30. 

The  death-rate,  based  on  the  mid-year  estimated  population  is  10,2  as  compared 
with  11,5'1  for  the  administrative  County  and  11,40  per  1,000  of  the  population 
for  England  and  V/ales, 

A table  giving  a list  of  the  causes  of  death  in  the  Borough  classified 
under  the  various  causes  is  given  on  page  3. 

Births ; The  number  of  births  T/hich  occurred  in  the  Borough  during  the  year 
was  50,  This  gives  a birth-rate  of  17.0,  as  compared  v/ith  l6,l6  for  the 
administrativeCounty  and  15.50  per  1,000  of  the  popuilation  for  England  and 
Wales. 

Infant  Mortality;  It  is  gratifying  to  record  that  no  infant  under  one  year 
died  during  the  year  under  review.  The  infant  mortality  rate  for  the  County 
was  24.70  and  that  for  England  and  Vifales  26,80  per  1,000  live  births. 

Maternal  Mortality  ; It  is  also  gratifying  to  record  that  no  death  occurred 
from  causes  associated  with  child-birth. 

The  follo¥/ing  table  gives  the  birth-rate,  death-rate  and  infant  mortality 
rate  for  the  Borough,  the  administrative  County  of  Nortihamptonshire  and  England 
and  Wales  for  the  past  five  years ;- 


Birth-rate 

Death-rate 

[nfant  Mortality-rate 

Year 

Brackley 

Borough 

Northampton- 
's hire. 

England  & 
Wales 

Brackley 

Borough 

Northampton- 

shire 

England  & 
Wales 

Brackley 

Borough 

Northampton- 

shire 

t ■ — 

England  & ! 

Yfeles  i 

j 1949 

13.47 

16.19 

16.7 

13.85 

12.07 

11.7 

28.5 

33.78 

32.00 

1950 

20.34 

15.71 

15.8 

14.2 

12.01 

11.60 

37.7 

29.53 

29.8 

1951 

17.6 

15.57 

15.50 

13.0 

12.13 

12,5 

nil 

25.26 

29.60 

1952 

15.6 

15.50 

15.3 

10.4 

11.04 

11.3 

22.2 

24;  96 

27.6 

1953 

17.0 

16.16 

15.50 

10.2 

11.51 

11.40 

nil 

24.70 

26.80 
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Re ,g;i stared  Causes  of  Death 


Causes 

Jiale 

Female 

Total 

1 Tuberculosis,  respiratory _ ^ ... 

- 

1 

2 Tuberculosis,  other  forms...  ...  ...  ... 

- 

- 

! 

3 Syphilitic  disea.se  ...  ...  ...  ...  ... 

- 

- 

— 

4 Diphtheria  ...  ...  ...  ...  ...  ... 

- 

- 

! 

5 Whooping  Cough. , ...  ...  ...  ...  ... 

- 

- 

- 

6 Meningococcal  infections  ...  ...  ...  ... 

- 

- 

- 

7 Acute  Poliom3>'8litis. . . ...  ...  ...  ... 

- 

- 

- 

8 Measles ...  ...  ...  ...  ...  ...  ... 

- 

- 

- 

9 Other  infective  & parasitic  diseases  ...  ... 

- 

- 

■ i 

10  Malignant  neoplasm,  stomach  ...  ...  ... 

0 

- 

2 

11  Malignant  neoplasm,  lung,  broncluis  ...  ... 

~ 

- 

- 

12  Malignant  neoplasm.,  breast  ...  ...  ... 

- 

- 

13  Malignant  neoplasm,  uterus  ...  ...  ... 

- 

- 

- 

14  Other  malignant  & l;;y’irphatic  neoplasms.,  . ... 

1 

1 

15  Leuiraemia,  aleulcaemia  ...  ...  ...  ... 

- 

1 6 Diabetes  ...  ...  ...  ...  ...  ... 

- 

- 

17  Vascular  lesions  of  nervous  system  ...  ... 

1 

6 

7 

18  Coronary  disease,  angina...  ...  ...  ... 

1 

2 

3 

19  Hypertension  with  heart  disease..  ...  ... 

- 

- 

- 

20  Other  heart  disease  ...  ...  ...  ... 

3 

1 

4 

21  Other  circulatory  disease  ...  ...  ... 

- 

- 

- 

22  Influenza  ...  ...  ...  ...  ...  ... 

- 

2 

2 

23  Pneumonia  ...  ...  ...  ...  ...  ... 

1 

- 

1 

24  Bronchitis  , . , ...  ...  ...  ...  ... 

1 

- 

1 

25  Other  disease  of  respiratory  system  ...  ... 

- 

- 

26  Ulcer  of  stom.ach  and  duodenum  ...  ...  ... 

- 

- 

- 

27  Gastritis,  enteritis  and  diarrhoea  ...  ... 

- 

- 

- 

28  Nephritis  and  nephrosis...  ...  ...  ... 

- 

- 

- 

29  Hyperplasia  of  prostate ...  ...  ...  ... 

- 

- 

- 

30  Pregnancy,  childbirth,  abortion..  ...  ... 

- 

- 

- 

31  Congenital  malformations. . ...  

- 

- 

- 

32  Other  defined  and  ill-defined  diseases.,.  ... 

3 

2 

3 

33  Motor  vehicle  accidents  ...  ...  ... 

1 

1 

34  All  other  accidents  ...  ...  ...  ... 

- 

35  Suicide 

- 

1 

36  Homicide  and  operations  rf  wa.r . „ . ...  ... 

- 

— 

All  causes  ...  . , „ ...  ...  ...  ... 

1 

14 

16 

30 

1 
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SEOTTON  B 


GENERAL  PROVISION  OP  HEALTH  SERVICE . 


Laboratory  Facilities;  The  examination  of  pathological  specimens  and  samples  of 
water  is'  carried  out  at  the  Emergency  Public  Health  Laboratory  at  Oxford  free  of 
charge.  Medical  Practitioners  in  the  area  submit  specimens  direct  to  the  Lab- 
oratory and  copies  of  the  reports  of  examination  are  received  at  the  Public  Health 
Departme  nt . 

Ambulance  Facilities;  Infectious  disease  cases  requiring  hospital  treatment  are 
removed  to  the  Isolation  Hospital  Northampton. 

The  St.  John  Ambulance  Brigade  Service  was  maintained  d^uring  the  year  under 
contract  v/ith  the  Hospital  Management  Authority  and  v/as  available  for  the  removal 
to  Hospital  of  surgical  and  non-infectious  cases.  The  service,  which  is  available 
by  day  and  night  is  free  and  is  a great  asset  to  the  Borough. 

Treatment  Centres  and  Clinics:  The  Infant  7/elfare  Clinic  continued  to  operate 
during  the  year  under  revi.ew  and  sessions  v/ere  held  every  second  Thursday  in  every 
month.  Orthopaedic  Olinics  organised  by  the  Ifenfield  Orthopaedic  Hospital  contin- 
ued their  valuable  work  during  the  year.  Ante-natal  Clinics  were  held  on  the  first 
Wednesday  of  every  month. 

Nursing  in  the  Home:  The  County  Council  operate  a complete  nurosing  service  v/ithin 
the  area  and  "Heme  Helps"  are  also  on  call  in  connection  with  infirm  or  chronic 
cases  treated  at  home. 


SECTION  C 


SANITARY  GIRCmtSTANCES  OP  THE  DISTRICT 


Water  Supply;  The -supply  of  \iater  to  the  Borough  is  from  tv/o  deep  wells  7d.th 
15  inch  bore-holes  at  the  bottom  of  each.  Two  submersible  electric  pumps  and  an 
oil  engine  comprise  the  plant  used  to  raise  the  water  to  buo  storage  tanks  of 
180,000  and  10,000  gallons  capacity  respectively.  One  of  the  wells  was  not  used 
during  the  year  as  continued  pumping  reduced  the  level  of  the  water  below  the 
suction  of  the  oil  engine  pump.  The  mter,  which  is  not  filtered,  is  chlorinated 
and  samples  submitted  regularly  to  the  Emergency  Public  Health  Laboratory  during 
the  year  shovfed  that  it  was  of  high  bacteriological  standard. 


Y/ith  the  exception  of  two  outlaying  farms  in  the  area  all  premises  are 
connected  to  the  Council's  mains. 


In  September  of  the  year  under  review  the  water  v/as  cut  off  due  to  a failure 
in  the  supply,  and  following  is  a report  of  the  events  leading  to  the  failure; 

In  the  Spring  of  the  year  under  reviev/  the  head  level  of  water  in  the  bore- 
hole was  6"  lower  than  in  the  Spring  of  the  pxevi.ous  year.  At  this  time  the 
Council's  Consultants  were  instructed  to  submit  a scheme  for  an  alternate  supply. 
During  July  the  attention  of  householders  was  called  to  the  necessity  of  conserving 
as  much  water  as  possible. 

The  pumping  level  at  9 n.m.  each  morning  dioring  August  was  20  to  25  feet 
according  to  the  nimiber  of  hours  pumped,  and  on  l8th  August  at  8.30  p.m.  v/hen 
pumping  finished  the  pumping  level  was  l6'6".  This  was  reported  to  a Committee  of 
the  Council  on  24th  August . 

The  rest  level  of  the  v/ater  dropped  slov/ly  from  29' 6"  at  the  beginning  of 
August  to  29'  at  the  end  of  August,  pumping  approximately  7p000  gallons  per  hour 
for  a fifteen  hour  period,  lifting  approximately  108,000  gallons  per  day.  On  4th 
September  the  rest  level  of  the  -water  was  still  29*. 

On  5th  September  the  pumping  level  was  20 ‘ at  9 a.m,  and  the  water  suddenly 
assumed  a greyish  turbidity;  continued  p-umping  did  not  iiirprove  the  condition  of 
the  water.  Pumping  level  at  9 a^m.  on  6th  September  was  nil  feet  head.  The  pump 
was  cut  out  and  after  resting  the  bore-hole  the  head  level  returned  to  29'. 

Pumping  was  re-commenced  and  by  operating  valves,  restricted  the  rate  of  delivery  of 
the  pump  to  2,000  gallons  per  hour,  gradual].y  in'j.raasing  to  approxii^iately  3,000 
gallons , 

On  7th  September  the  water  began  to  cD.ear  slightly  and  it  was  decided  to  stop 
pimiping  and  allow  the  water  in  the  borehole  to  settle  and  to  find  out  what  recovery 
of  rest  level  wouJ.d  bo.  The  water  was  therefore  cat  off  from  9.30  p.m.  on  Monday 
7th  September  to  5 a,m,  YYcdnesday,  9th  Sexotember,  when  the  rest  l.evel  recorded  was 
29*6"  Pumping  was  resumed  at  a rate  of  delivery  to  the  suioply  tanks  of  three  to 
four  thousand  gallons  per  hour  Pumioing  level  v;as  28 '3"  and  the  water  was  clear. 

At  8.40  p.m,  on  YYednesday,  9th  September  pmping  level  was  23'  and  it  was  attempted 
to  increase  the  rate  of  delivery.  Immediately  the  water  began  to  'cloud'  so  delivery 
was  restricted  to  the  original  rate  of  three  to  four  thousand  gallons  per  hour. 

Further  attempts  v/ere  made  to  increase  delivery  but  the  water  became  turbid.  After 
24  hours  pumping  the  rest  level  of  the  water  was  28'  and  was  clear. 

On  6th  September  the  Army  Authority  ?/as  contacted  who  vrere  able  to  help  with 
mobile  water  tanks  and  also  the  Pirebrigade.  YYater,  obtained  from  the  Bucks  Water 
Board  3”  main  about  a mile  away,  was  delivered  in  small  quantities  to  all  householders. 

- 4 . . 
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On  7th  September  tanks  of  varying  aapacities,  loaned  by  neighboioring 
Authorities  were  set  up  tbroughoub  the  Bf^rou,gh  and  filled  rrith  Water 
from  the  Bucks  Water  Beard  main.  Wro  6CC  gallon  mobile  tanks  arrived  from 
the  Army  Aiithority  and  were  operating  on  8th  September.  The  U.SoA,?.  also 
kindly  loaned  foior  mobile  tanks  from  their  neighbouring  base.  On  all  ststic 
v;-ater  tanks  throughout  the  Borough  notices  were  displayed  to  boil  aDJ.  water 
for  drinking  purposes. 

A sample  of  our  well  vrater  submitted  for  analysis  showed  no  difference 
in  its  chemicai.  composition  to  previous  samples.  1/Iany  samj-zles  were  also 
submitted  for  bacteriological  examination  and  these  were  satisfactory. 

After  approxhaately  ten  days  emergency  supplies  were  di.scontinued  and 
bv  restricting  the  rate  of  do?.:! very  by  the  pumps,  and  by  the  public  who 
helped  in  restricting  and  conser7ing  as  much  water  as  possible,  the  amount  of 
water  pumped,  which  remained  clear,  was  sufficient. 

Before  the  water  was  turned  on  in  the  mains ^ al],  ball,  '’rjvs  hydrants 
were  washed  vmth  a strong  Sv_lution  of  chlcros. 

Before  the  end.  of  tlie  year  no  go  tio.t  ions  were  pi-oceodbng  wlt'n  the  B'JLcks 
Water  Board  for  an  emergency  supply  of  water  from  their  mains,  by  Ipg^’in.g 
and  ocnnect'lng  a supplementar’y  main  to  ouac  system.  The  suppl^i",  however  was 
not  in  operation  by  the  end  of  the  yea:r, 

Sev/age  Pi spo s?  1 : The  sewage  disiJoeal  works  comprising  kmo  filter  beds,  two 
sedimentation  tanks,  huaias  and  sludge  lagoons  and  electrical  plant  for  lifting 
the  level  of  one  outfall  sewer  centinued  to  :l'''a.iCdd.on  satisfactorily  during 
the  ysai-.  The  sewerage  of  the  Borough  oom].»rise  6",  9''  12”  and  15"  pipes.  With 
the  exception  of  sixteen  houses  in  outlayi.ng  parts  of  the  district  all  premises 
are  connected  to  the  system. 

Rj.vers  and  Streams:  No  complaints  were  received  regarding  the  pollution  of  the 
River  Ouse  into  v/liich  the  effluent  from  the  sewage  disposal  works  discharges. 

Camping  Sites:  There  are  no  camping  sites  in  the  Borough. 

Smoke  Abatement:  No  action  v/as  found  to  be  necessary  in  connection  v/ith 
smoke  abatement. 

S\7imming  Bath:  The  public  SY\rimming  pool  owned  by  the  Council  was  in  use 
during  the  year  and  was  filled  \7ith  water  from  the  Council's  mains.  As  I 
have  stated  in  previous  reports  I shall  be  glad  to  see  the  installation  of 
a filtration  and  chlorination  plant  at  this  pool.  The  bacteriological  standard 
of  water  in  a swimming  pool  should  bo  compara,ble  to  duinking  v>rater  and  this 
cannot  be  maintained  without  the  use  of  proper  plant. 

Eradication  of  Bed  Bugs  No  infestation  by  bed  bugs  was  found  duming  the  year 
under  reviCT/. 

Public  Cleansing:  House  refuse  was  collected  y/eekly  using  direct  labour  and 
a Bantam  Ivarrier  refuse  col].ecting  vehicle  fitted  with  sliding  covers.  One 
part  of  the  Borough  is  covered  on  Thursdays  and  the  other  on  Eridays. 

Prevention  of  Damage  by  Pests  Act.  19^9:  lu  connection  -mith  the  provisions 
of  this  Act,  one  of  the  Council's  worlamen  and  the  Sanitary  Inspector  carry 
out  the  duties,  and  good  results  Wf;re  obtained  by  the  use  of  sausage  rusk  and 
zinc  phosphide. 

SmT.bRI  ON  SANIT.iRI  INSPEriTiQNS. 


Number  of  visits  and  inspections 

Visits  to  Government  Slaughter-house...  ...  2"i5 
Inspections  of  butchers'  shops  ...  ...  ...  16 
Inspections  of  meat  hawkers’  van.s  ...  ...  A 
Inspections  of  bakehouses  „ . . ...  ...  6 
Number  of  drainages  tested  , , , . . ...  ...  35 
Visits  to  Factories  and  Workplaces  ...  ...  . . 25 
Housing  Inspections  . . ...  ...  ...  65 
Visits  to  fried  fish  sLox->s  ...  ...  . ..  ...  14 
Number  of  visits  to  ether  food  shops..,.  ...  ...  35 
Inspections  in  connection  with  rodent  control  ...  39 
Number  of  minor  infestations  treated.  . ...  ...  22 
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Inspection  of  dwelling  nonses  durin,-';  'oLe  jeavi  ’ 

(l)  (a)  Total  nuidber  of  dY;elling'’f.ou;.fcL-'.  uispec'ccd 

for  housing  defects  under  fuDlic  Health 
and  Housing  Acts) o..  ... 


(2) 

(3) 

(4) 


(h)  Number  of  inspections  made  for  the  purpose,. 

(a^  Nujaber  of  dv^relling-houses  included  under  sub- 
head (l)  above,  virhich  were  inspected  and  recorded 
under  the  Housing  Consolidated  ■Regulations  1925c.. 

Number  of  dYre3J.d.ng-houses  found  to  be  in  a stats 
so  dangerous  or  injm''ious  to  health  as  to  be 
unfit  foj.’  human  habitation  ...  ...  ...  ... 

Number  of  dwelling-houses  (ezcd.usive  of  those 
referred  to  under  the  preceding  sub-^hcad)  found 
not  to  be  in  all  respects  reasonably  fit  for 
human  habitation  ...  ...  ...  .... 


2.  Remedy  of  defec  rs  di.irdng  the  jocvr  withcu’l  sor 
notice;.'. ; - 

i.hun’oer  of  dwelld.ng-houses  rendered  fit  in 
consequ.ence  of  informal  action  by  the  Icca! 
authority  or  their  officers  ...  „ _ . 

3 Proceedings  under  Public  Health  Acte  ; - 


f formal. 


c c'  '//hioh 
:o  be 


65 

84 
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(1)  Nuuber  of  dwelling-houses  -’.xS  x'O.spec 

notices  Y^ere  served  requiring 
remedied ...  ...  ...  ...  ...  ...  ... 

(2)  Nu'iiber  of  dwelling-houses  in  v/hich  defects  v;ere 
remedied  aftex*  service  of  fo.rmal  notices ;- 

(a)  By  owners ...  ...  ...  ...  ... 

(b)  By  local  authority  in  default  of  owners 

No  serious  cases  of  overcrowding  were  found  d’oring  the  year  under  review. 

During  the  year  4 one-bedroomed  bunga.lows,  12  t\TO-bedroomed  houses  and 
14  three -bedroomed  houses,  total  of  30  dwellings  were  erected  and  completed 
the  Council,  bringing  the  total,  number  completed  since  the  ''far  to  I4B. 

Five  houses  erected  by  private  enterprzse  wex;e  complo  bed  ducii.'g  the  year. 

INGPECTICN  AND  SllBRVJSION  OF  PCOD. 


Milk  Supp.ly;  The  number  of  milk  retailers  in  the  Borough  is  2,  All  millc 
retailed  is  produced  outside  the  .area. 

Food  Sc.  Itgugs  Act , 1958:  Premises  used  for  the  maml’acture  ex'  preparation 
of  presejn/ed  .foods  v^ere  regularly  inspected  and  found  to  be  kept  in  a cleanly 
condition. 


Meat  and  Gthe.r  .^'ocus ; 


Tne  lo‘/ernrxient  Slaughter-house  continued  to  futiction 


during  the  year.  The  lujumbers  of  animals  slaughtei'-ed  wore  as  follows  :- 


Cattle ... 
Calves. . . 

; i.'j.oC't:)  cc  j.ciiiIk/*. 


637 

409 


593 


Upon  inspection  meat  and  o.ffol  weigLiing  6 tons  19  ovifts  2 qrs  15  lbs 
were  found  to  be  diseased,  unfit  fox"'  consuioption  and  were  vclun'barily  sui'rendered. 
Diseased  meat  and  offal  vvere  collected  by  a reputable  merchant  for  further 
utilisatrion. 


The  folloTlng  unsoixnd  foody t.ui'fs  v/e.ne  all., so  vo]a’.ntarily  surrendered  during 
the  year:- 

...  15  tins  Pressed  Beef...  ...  24  lbs 

...  18  lbs  Corned  Beef  . „ . . 5 tins 

...  15  tins  Pilchards  ...  ...  2 tins 

. . . 23-^  lbs  Fi-'uit  ...  ...  11  tins 


Pork  1 vegetables, 
Cheese  ... 

Luncheon  Meat 
Cooked  ham  . . 
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Food  Shops:  Pood  shops  were  regul  erly  J-nsoected  d^iring  the  year  and  were 
found  to  he  kept  in  a clean ty  Retailer continue  to  display  notices 

requesting  the  public  to  -r'efrvaln  frc.r.  'legs  Inlo  their  shops. 


PREv:A.LEh./::  OF  '.X'hi'hoL  r’-lh.  DiaUlfTElS. 

The  follovfing  cases  of  infectious  disease  were  imported  during  the  year: 

Scarlet  Fever . ...  ...  1 

Pneunonia  ...  ...  ...  1 

Measles  ...  ...  ...  3 

Fnooping  cough  ...  ....  2 

There  was  one  death  from  Pneumonia  during  the  year 


The  following  figures  show  the  nunhers  of  cnildren  vaccinated,  immunised 
for  diphtheria  and  vaccinated  for  ^rhooping  cough  during  the  year;- 

Vaccination 

2-1-  5 “ 14  15  0-  ^-s’-er  Total 

3 - 4 37 

1 2 11  14 

Diphtheria  Immunisation 

Under  1 1.  2.  3 4 5'~9  10-14  yrs.  Total  Booster. 


Under  1 1 . 

year 

Primary  30  - 

Re -vaccination  - 


Immunised 


24  10  10 


46  9 


Whooping  Cough  Vao'^nation 
Under  1.  1-4  5‘-'14  years 

V/hooping  cough  3 ” 3 

X Combined  Diphtheria 

& Whooping  cough  14  24  1 39 

X The  combined  diplither-ia/whooping  cough  figure.^  are  Included  in  the 
figures  for  diphtheria  immi'nisation, 

TUBERCUIOSIS  There  v/ere  no  new  cases  of  Tuber.u'.lGsic  repertod  during  the  year.’ 
There  was  one  death  from  pulmonary  tuberculosis  duc-ing  the  year: 

The  number  of  cases  remaining  on  the  Register  at  the  end  of  the  year  was 


as  follows : - 

Males 

Females 

Total 

Pu].monary. . . ... 

« e 0 

• o • 

3 

7 

10 

Non-PuLnonary  , . 

« • 0 

• • • 

3 

1 

4 

7 


A 


-•A..'’  1 1' 


i 

J 

1 

i 


I 


